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the oxyphosphate of zinc 
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lent medium for general 
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particularly indicated as 
a dressing seal, tem- 
porary filling, and as a 
liner or step under all 
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protection. 
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all the good germicidal 
properties of the silver 
salts. They discolor, how- 


ever, B discoloring the 
most but having the 
stronger germicidal ac- 
tion, and this cement 


should always be used in 
posterior locations. Indi- 
cations — for dressing 
seals, temporary fillings, 
under gold crowns and 
bridge abutments where 
a germicide is desired. 
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Foreword 


To Members of The Pennsylvania State Dental Society: 


“In accepting this office as President of your So- 
ciety, | do so in all seriousness, fully realizing the duties 
entailed, which | will carry out to the best of my ability. 
As President of this Society, alone | can do nothing. There- 
fore, | must ask the cooperation, the assistance, the advice 
and support of all my committees and of every member of 
the society to bring about and terminate a successful year.” 


WALTER E. LOTZ 
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President's Address 
H. C.. METZ 


PENNSYLVANIA STATE DENTAL SOCIETY 
May 1933 - May 1934 


In accordance with the established custom, it is my privilege 
to address this body assembled for the Sixty-Sixth Annual Meeting of 
the State Dental Society. | wish to express my appreciation of the honor 
which you have bestowed upon me. It is my hope that the work of the 
past year has proved and that our meeting now in session will evidence 
some justification of the confidence you have placed in me. 

| wish to thank my fellow officers for their wholehearted co- 
operation in making the arrangements for this meeting. My gratitude is 
especially due to the Chairman and members of the Program Committee 
for their’ untiring efforts in preparing the excellent program which will 
be presented. 

During the past year we have been called upon to render 
services never before required of any dental organization. | desire to 
present for your consideration at this time a few recommendations. The 
experience | have had during the year and the conditions | have en- 
countered in my travels over the state have suggested them to me. 


President-Elect 

Section 1, Article | of the By-Laws of the Pennsylvania State 
Dental Society reads: 

In accordance with Section 6 of the Charter, the officers of 
this Society shall be a President, First Vice-President, Second Vice-Pres- 
ident, Recording Secretary, Assistant Secretary, Treasurer, a Board of 
Censors and such others as may be designated by the By-Laws or stand- 
ing resolutions. 

| suggest we change the By-Laws to read: 


In accordance with Section 6 of the Charter, the officers of 
this Society shall be a President, PRESIDENT-ELECT, First Vice-Presi- 
dent, Second Vice-President, Recording Secretary, Assistant Secretary, 
Treasurer, a Board of Censors and such others as may be designated by 
the By-Laws or standing resolutions. 

The duties of the President-Elect shall be to assist the Presi- 
dent and become an ex-officio member of such.committees as do the 
President and Secretary. At the installation of officers at the next an- 
nual session following that at which he was elected President-Elect, he 
shall become and assume the office of President of this Society without 
other election. 


This would prepare a man a year in advance to shoulder the 
burden of the President of the Society and he would be familiar with 


the workings of the office and render a more valuable service to the 
Society. 
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Membership 

Sixteen years ago, at the time of the Golden Anniversary 
Meeting of the Pennsylvania State Dental Society in Wilkes-Barre, 
President C. S. Van Horn made the following statement: 

“There are 43,000 dentists in the United States; there are 
4,000 in Pennsylvania. The National Dental Association has a member- 
ship of 20,000; there are 1,400 members in the Pennsylvania State 
Dental Society. Is there any logical reason why only 35 per cent of the 
dentists in Pennsylvania are affiliated with the State Society, and less 
than 50 per cent of the dentists in the United States in the National 
Association? Yes! and the reason is readily traceable to lack of interest 
in and failure to recognize the universal benefit of organized dentistry, 
its purpose and its ambition.” 

Today we have 6243 registered dentists in Pennsylvania and 
only 2100 in organized dentistry or 33.6%. During the past year, local 
and district societies have conducted membership drives, some have 
succeeded, most have failed. 

| wish to commend the district that has succeeded in effect- 
ing an organization of 80% of all eligible dentists in its district. If 
there are other districts with such a wonderful record, | would like to 
hear from them. 

| recommend the establishing of a State Membership Com- 
mittee with the President-Eiect as Chairman of this Committee. He 
should conduct an extensive membership campaign, putting into effect 
the plan endorsed by the A. D. A., to be supplemented in those dis- 
tricts where dental colleges are located by the plan of Dr. Swanson. 
He should be the liaison officer between the Membership Committee of 
the State Society and each district society. 


Dental Defense Fund 

| recommend that we appoint a committee to investigate the 
advisability of establishing a Dental Defense Fund similar to that main- 
tained by the Pennsylvania State Medical Society. An outline of the 
Medical Society’s plan is attached hereto. 

This method of insurance has been very beneficial to the State 
Medical Society not only in protecting the members but in keeping up 
the membership. In order to be entitled to participate in the advan- 
tages to be derived from the Fund, each member must pay his annual! 
dues by the first of March. 

Further discussion here is unnecessary inasmuch as a thorough 
study will be essential in order to outline a Dental Defense plan ade- 
quate to be presented before the Society. 


Budget 


This has been the second year of our operation under the new 
Budget Plan. 

The finance committee had little data upon which it could base its 
estimate of the ‘allowance for each committee. | believe that until we 
have sufficient data for that purpose we should not limit each commit- 
tee to a specified amount. If one committee requires more than the 
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amount allotted for its use it is not only natural but necessary that it 
should borrow from some other committee which happens to be within 
its allowance. Unfortunately, of course, this juggling of figures has made 
somewhat more difficult our efforts to secure accurate figures for each 
committee. Nevertheless | am hopeful that we shall have the Budget 
worked out along quite satisfactory lines in the very near future, 


Until we have sufficient data to make possible an allotment to 
each committee of an amount sufficient to enable it to function properly 
and efficently, | sugest that each committee be allotted not a fixed sum 
but a percentage of the estimated gross receipts of the Annual Meeting. 

With respect to the committees, | further believe that we 
should designate the duties of each committee as suggested by Dr. 
Coleman and that the Secretary should be directed to notify committee 
members thereof upon their respective appointments. 


Officers Conference 


This year | have invited the Presidents and Secretaries of al! 
the districts to join the Officers of the Society at a luncheon on the 
first day of the Annual Meeting. | recommend that this luncheon be 
made an annual affair. Its purpose is to bring about 2 discussion of 
any problems that may be of interest to the respective districts and a 
preliminary conference with regard to any matters which should be laid 
before the House of Delegates while that body is in session. 


| take this opportunity to ask the officers of all District and 
Component Societies not to place in public print anything about State or 
National Dental Policies without first consulting the State Officers. 
Various inconvenient consequences have come from such local announce- 
ments in the past. For example, during the past year the A. D. A. took 
a very definite stand against the submitting of a dental code. The As- 
sociation was greatly embarrassed when a number of dentists and dental 
societies, ignorant of the position taken by the A. D. A., wrote directly 
to Washington concerning a code and published in their local news- 
papers the interpretations they received in reply. Many of these were 
contradictory and of no official value. The entire difficulty could have 
been avoided by closer contact between the state and local officers. 


Institutional Committee 


| am awaiting, with much interest, Dr. Grace’s report and 
recommendations of the Institutional Committee. 

Hospitals to be recognized by the American College of Phy- 
sicians and Surgeons must have all members of their staff in organized 
medicine, yet these same hospitals have dentists working in their clinics 
who do not belong to organized dentistry. This would be fertile ground 
for a State Membership Committee to begin work. 

There are Hospitals in this State having eight to ten dentists 
on their Dental Staff, and offering all kinds of dental service. | do not 
believe they should run a general practice and recommend that the In- 
stitutional Committee investigate all of these Clinics. 
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Dental Division of the Department of Health 

With the coming change of administration in Harrisburg we 
may hope for the re-establishing of the Dental Division of the Depart- 
ment of Health. 


The candidates for governor have been already interviewed 
with reference to their stand on Dental Legislation, Enforcement and 
Dental Health Education. It is our duty to demand of these men the 
return to us of our rightful place in the Department of Health. We must 
again have a dental man in charge of the Dental Division of that 
Department. 


As soon as our Society holds a political power equal to that 
of the Chicago Dental Society, we shall be able to demand the recog- 
nition due us. We can most effectually secure that power by increasing 
our membership to 80% of all the registered dentists in the state. 


State Secretary 

We must have better coordination among the various branch 
societies. This can be accomplished through the office of the Secretary. 

The Secretary should keep each local society informed of all 
state and national activities and should be in touch with every activity 
in .the respective districts. He should be on the mailing lists of all 
district societies and should receive notices of all their meetings. He 
should stimulate rivalry between the groups by sending them compara- 
tive statements of membership from month to month. At least once a 
year he should communicate by mail with the delinquents in all branch 
societies. By so doing he would make it clear that the state is anxious 
to help the different groups. The Secretary’s office should be a real 
business office; its correspondence should be answered promptly and 
intelligently. Accurate records should be compiled and a really adequate 
mailing list should be made and kept up to date. 


1 am not in favor of the payment of a salary to the Secretarv. 
| recommend that an allowance of at least $125.00 per month be al- 
lotted to cover the expenses of his office. That amount should be suf- 
ficient to pay for permanent stenographic employees, stamps, telephone, 
rent and the purchase of office supplies or equipment. If the Secretary 
himself performs his duties in a proper manner he could be awarded an 
honorarium in an amount to be determined by the financial condition of 
the Society. 


The Secretary should be a moving force in the functioning of 
the State Body. He should be actively interested in the state publication. 
He should keep the members informed of his work through its columns. 
He should see that the committees keep working. Until such a time as 
the State Society can afford a publicity director, he should act as a 
censor for all news that goes into the public press. Eventually the 
Society should maintain a separate office devoted entirely to censoring; 
but that is a development for the future. 


A Secretary who does his important work properly can do 
much to build up organized dentistry in this state. We can well afford 
to pay a generous amount for the services to be rendered by such an 
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officer. The Society will be repaid many times from dues received from 
new and reinstated members. 


Legal Advisor 

| would recommend that the State Society employ an attorney 
as general counsel for the Society on the basis of an annual retainer in 
some reasonable amount, with provisions for additional compensation on 
some fair basis. My reason for this recommendation is that the practice 
of relying on the Legislative Reference Bureau in Harrisburg and on 
counsel employed by the State, has been found very unsatisfactory, par- 
ticularly in the matter of preparing legislation which the Society desires 
to have enacted, the construction and effect of legislation when it has 
been enacted, the method of procedure to enforce such legislation, as 
well as the matter of enforcement itself. 

Without having the advice of experienced counsel to recom- 
mend and advise, too heavy a burden has been placed on the State of- 
ficers who are dentists, not lawyers. 

From my own experience, | have no hesitation in stating 
that we will never get anywhere in the matter of securing proper legis- 
lation and then having it enforced, unless we have the benefit of ex- 
perienced counsel to guide us in the matter from the beginning. The 
cost of securing counsel will be insignificant as compared to the bene- 
fits not only to the State officers but to every member of the Society. 


Dental Health Survey 

At the 75th Annual Session of the American Dental Associa- 
tion in Chicago, Illinois, the House of Delegates passed the following 
resolution which is a revision of the resolution passed at the 74th Ses- 
sion and includes also an additional phase for the study of dental health. 
The revised resolution reads as follows: 

“That the Committee for Dental Health Survey be directed to: 

1. Conduct a survey of dental activities in state, city and 
local health, educational and welfare departments and state institutions. 

2. Conduct a survey to determine the dental needs through- 
out the United States (this survey to be confined to kindergarten and 
grade school children, and selected adult groups in institutions where 
practicable. ) 

3. Develop and recommend a feasible dental program for state, 
county and city health educational departments and organizations, based 
upon the findings of the completed surveys outlined in items 1 and 2. 

4. Submit a report of the findings and recommendations to 
the House of Delegates for their action.” 

Under the auspices of the Committee for Dental Health Sur- 
vey, the U. S. Public Health Service is at present conducting the first 
phase of the study, i.e., a survey of dental activities in state health 
and educational departments, institutions and dental schools. 

This State Survey, under the Chairmanship of Dr. W. Paul 
Walker, is now under way and | ask the cooperation of all dentists to 
assist in this work. 
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Emergency Relief 


Gentlemen, during the World War, our great dental organiza- 
tion proudly gave free service to the men requiring dental care for en- 
listment in the service of our country. That was an emergency. We are 
now in the midst of another emergency in which 300,000 families in 
Pennsylvania are in need of medical and dental care and the Federal 
Government has asked us to assist in this great humanitarian work. 
The dental profession is on trial, this is the first time in the history of 
the world that a government accepted the responsibility of the acutely 
ill private citizen. 

The dental profession of Pennsylvania through its representa- 
tives, accepted the Rules and Regulations based on Federal Relief 
Pamphlet No. 7 which is in part: 

a. “An agreement by the Relief Administration to recognize 
within legal and economic limitations, the traditional family and fam- 
ily-physician relationship in the authorization of medical care for un- 
employment relief beneficiaries in their homes; the traditional physician- 
nurse relationship in the authorization of bedside nursing care; the tra- 
ditional dentist-patient relationship in the authorization of emergency 
dental care, and 

b. An agreement by the physician, nurse (or nursing or- 
ganization) and dentist to furnish the same type of service to an un- 
employment relief beneficiary as would be rendered to a private patient, 
but that such authorized service shall be charged for at an agreed rate 
which makes due allowance for the conservation of relief funds. 

The common aim should be the provision of good medical 
service at a low cost—to the mutual benefit of the unemployment relief 
beneficiary, physician, nurse, dentist, pharmacist and taxpayer.” 

The following is a quotation from the acceptance letter sent 
the State Emergency Relief Bureau in Harrisburg: 

“The Pennsylvania State Dental Society in accepting the 
Rules and Regulations governing Medical Care Provided in the Home to 
Recipients of Unemployment Relief, does so with the distinct under- 
standing that such a program is an emergency measure only, which 
will end with the termination of the emergency and reserves the right 
to act with the allied professions in deciding when the emergency has 
terminated.” 

At this time, | am not going to take your valuable time in 
presenting a complete history of the Emergency Relief Program as | 
am preparing a complete report of all phases of this work to be pre- 
sented to Dr. Denny for his Dental History. | feel the period through 
which we are passing is the beginning of a new era in Dentistry. 

| wish to explain briefly our entrance into this Emergency 
Relief Program. In the September 23 issue of the Journal of the Ameri- 
can Medical Association, appeared a reprint of Federal Relief Pamphlet 
No. 7 stating the Presidents of the Medical, Dental, Nursing and Phar- 
maceutical Societies would be contacted by the State Relief Adminis- 
trator to formulate plans for the Emergency Relief Program. | contacted 
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the President of the State Medical Society, the Secretary of the Depart- 
ment of Health in Harrisburg, the Secretary of the American Dental 
Association, the Presidents of the New York and New Jersey State Den- 
tal Societies for information and none was available. 


On Saturday, November 18, 1933, Dr. H. A. Miller who had 
been appointed Director of Medical Emergency Relief, asked me to 
accept the Rules and Regulations for the State Society, to be put into 
operation as of December 1, 1933. | met with Dr. Meisel, Trustee of 
the American Dental Association, and Dr. Hagan, Secretary of the 
Pennsylvania State Dental Society on Sunday, November 19 to formu- 
late plans of acceptance. | wired all Trustees of the State Society for 
permission to appoint a committee with power to accept or reject the 
Rules and Regulations as offered and appoint any other committees 
necessary to place this program in operation. This was granted November 
20, 1933 and the Rules and Regulations were accepted, committees 
appointed and sent all instructions available at that time. This program 
naturally was one of trial and error and for the first few months, failed 
in many counties to function. Today, we are progressing favorably and | 
now suggest a Special Committee be appointed to furfher study the 
Emergency Relief Program in conjunction with the study being made 
by the American Dental Association and present as soon as possible to 
the Trustees, a more workable and acceptable plan than the emergency 
one we are now using. 

| wish to quote from the “Survey of the Response by the 
Medical and Dental Professions Furnishing Care Under FERA Circular 
No. 7” by Herbert E. Phillips and Lon W. Morrey: 

“If the dental profession is less happy in all the changes which 
have overtaken it, if it feels bewildered, uncertain as to its proper 
course of action, if it is unwittingly the subject of criticism because of 
contradictory methods of meeting the present situation, certainly the in- 
dividual dentists or local societies are not at fault. We have been called 
to solve a complicated modern problem, lacking the simplest of mod- 
ern equipment fitted to the task.” 

How prone we are to find fault! Let me suggest we be more 
charitable toward each other in the way of criticisms. It is easy mag- 
nifying ones faults, but hard to replace them with something materially 
better of our own. Let us look for the good qualities in our fellow 
men, don’t allow their petty short comings to overshadow a great good. 

Criticism is cheap and sounds wise. It is easy to criticize, it 
may be merited, but more often it is destructive. We should study the 
conditions which determine the conduct of others, we must strive to 
read the experiences and impulses which determine their actions. 

The unseen power which shapes the destiny and guides the 
steps of men has forever closed the door of opportunity upon the past, 
but at the same time, it opens wide the portal of possibility and bids 
us enter. It points to a path for us to follow, it beckons us to new 
duties, greater possibilities. Are we prepared for this new era in 
Dentistry? 
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Report of Committee on President’s Address 


Your committee compliments our president on his able resume 
of the year’s work of his office and those of his associate officers, for 
they have had strenuous work with the Emergency Relief and Law En- 
forcement Problems. The paragraph on President Elect is a progressive 
step and we request the following resolution: 

“RESOLVED, That section 6 of the Constitution be amended 
to read as follows: The officers of this Society shall be a President, 
President Elect, Two vice presidents, recording secretary, treasurer, 
editor, board of censors and such others as may be designated by the 
by-laws or standing resolutions. 

And be it resolved that the duties of the President elect shall 
be to assist the president and become an ex-officio member of such 
committees as do the president and secretary, and that the installation 
of officers at the next annual session following that at which he was 
elected President Elect, he shall become and assume the office of 
President of this society without other election.” 

This would prepare a man a year in advance to shoulder the 
burden of the President of the Society and he would be familiar with the 
workings of the office and render a more valuable service to the society. 


Membership 
We concur on the recommendations of his plan for a Mem- 
bership Committee and the plan of placing the President Elect as chair- 
man of this committee. 


General Defense Fund 
We concur in the plan of the recommendations of the address 
and recommend that a special committee be appointed to make a study 
and set up one or more plans that will be practical for this Society to 
adopt, and that this committee report at the next annual meeting. 


Budget 

We agree on the remarks on the Budget and feel as the Pres- 
ident that more experience is necessary before establishing a definite 
policy. 

Officer’s Conference 

We wish to concur in the recommendations of the President 
and advise that this be made an annual event. The remarks on the 
free use of the press by members, without the consent of the officers 
of the Society, is very timely and should be observed. 


Institutional Committee 
Attention of the Membership Committee should be called to 
the paragraph on Institutional Committee, and we heartily agree that 
no dentist should be a member of the staff of any hospital unless he is a 
member of organized dentistry. 


Dental Division of Dept. of Health 


Common sense dictates that the dental division of the Dept. 
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of Health should be re-established. The plea of economy during this 
depression is far from logical for it is during the depressions that help 
in this field is most urgent and we recommend it. 


State Secretary 

This committee recognizes the fact that the office of secre- 
tary is the most important part of our administrative group and while 
we are in accord with the President’s suggestions, and on account of the 
importance of this suggestion, we feel that a more comprehensive study 
of the duties of this office be made and we recommend that a special 
committee be appointed at this meeting to make a study and present 
plans to cover any change concerning this office. 


Legal Advisor 

The President’s comment on the necessity of a Legal Advisor is 
concurred in by our committee. We therefore present this motion. 

We move “that the President be empowered to annually em- 
ploy an attorney to act as General Counsel for the Society on the basis 
of an annual retainer. The amount of this retaining fee to be subject 
to the approval of the budget committee.”’ 

Remarks: 

We commend the policy of the President in the Dental Sur- 
vey and Emergency Relief Work. 

He has responded nobly and given freely of his time and 
ability. We feel the dentists of Pennsylvania are deeply indebted to Dr. 
Metz for the able and efficient manner he has handled these difficult 
problems. 

ROY BLACK 

HARVEY COOPER 

W. A. McCREADY 
Committee 





Dentistry Is Going Forward 


Keep in Step with this steady advance 
By attending the 


A. D. A. ANNUAL MEETING 
August 6-10, 1934 


at 
ST. PAUL, MINNESOTA 
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Mr. 


Dr. 
Dr. 
Dr. 
Dr. 
Dr. 
Dr. 
Dr. 
Dr. 
Dr. 
Dr. 
Dr. 
Dr. 
Dr. 
Dr. 
Dr. 


President: 





The Committee on Necrology reports the following 
deaths among our members since the last annual meeting: 


A. G. Beale 
F. F. Bishop 


Philadelphia, 
Philadelphia, 


Pa. 
Pa. 


Harry Keith Campbell Brownsville, Pa. 


Charles E. Elliott 
John S. Fahey 
L. A. Faught 
R. S. Goldberg 
F. G. Hawksworth 
M. C. Hoade 


George T. Hummel 


Doss T. James 
Albert W. Jarman 
E. J. Keffer 

J. Frank Kingsley 
Edward C. Kirk 


. P. L. Landis 

. George W. Line 
. T. A. Little 

. Carl R. Marshall 
. Jesse C. Mullen 
. A. G. Rinard 


. S. Harold Romesburg 


. C. P. Shoemaker 


. Ernest A. Simonson 


. John R. Yorke 


Makenzie F. Young 


. Geo. Hummel 


«Philadelphia, 


Pittsburgh, Pa. 
Pittsburgh, Pa. 
Philadelphia, Pa. 
Pittsburgh, Pa. 
Westmont, N. J. 
Philadelphia, Pa. 
Allentown, Pa. 
Pittsburgh, Pa. 
Philadelphia, Pa. 
Philadelphia, Pa. 
Towanda, Pa. 
Philadelphia, 
Mifflintown, 
Carlisle, Pa. 
Johnstown, 
Oakmont, 


Pa. 
Pa. 


Pa. 
Pa. 


Mt. Pleasant, Pa. 
Monongahela, Pa. 


Uniontown, Pa. 
Philadelphia, Pa. 
Pittsburgh, Pa. 
Pa. 
Pittsburgh, Pa. 
Allentown, Pa. 


Feb. 
July 


Sept. 


Dec. 


Aug. 


Apr. 


July 


Nov. 


Nov. 
Apr. 


Mar. 
Mar. 
Nov. 


Oct. 
Apr. 


Apr. 
Fall, 


12, 1934 
12, 1933 
7, 1933 


22, 1933 


13, 1934 
2, 1934 


1933 
1933 
1933 
1934 
1934 
1933 
1933 
1933 


2, 1934 


25, 1934 


1933 


Some of the dates were not reported by the secre- 


taries. 


Mr. 


The Committee thanks those who responded to the 
request for information and all but two districts made re- 
ports. 


President: 


| move that the members at this time rise and bow 
their heads for a moment in respect to the memory of our 
colleagues who have passed on. 


Respectfully submitted, 


CHARLES EVANS 
CLYDE CAMPBELL 


April 30, 1934. 


ry & 


FRIESELL, Chairman 
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Pennsylvania Dental Golf Association 


Dr. J. F. Heineken of Paoli, Penna., won the championship of 
the Pennsylvania Dental Golf Club, April 30 at Edgewood Country Club 
with a net 70 and was elected president, unanimously. 


The West Cup and a prize was won by Dr. George Coleman, 
Philadelphia, with a gross 79. 


The Germantown Cup and first prize in the Club Kickers event 
was won by Dr. M. E. Nicholson of Wilkinsburg. 


Dr. Walter Gregg won the low first nine and Dr. John Euwer 
won the second. 


HANDICAP CLUB EVENT WINNERS 


Division A Division B 
Dr. H. C. Metz, Pittsburgh Dr. John Greer, Philadelphia 
Dr. A. C. Barclay, Pittsburgh Dr. J. A. DeWeese, Irwin 
Dr. George McBeth, Pittsburgh Dr. F. M. Harrison, Philadelphia 
Division C 


Dr. F. W. Clinger, Milton 
Dr. J. W. Dilworth, Philadelphia 
Mr. A. G. Blocker 


KICKERS 
Dr. M. E. Nicholson Dr. W. C. Puhl Dr. W. E. McCain 
SWEEPSTAKES 
Dr. W. E. McCain Dr. H. K. Mathews Dr. M. E. Nicholson 
Dr. Joe Matson Dr. K. R. Wiegel Dr. George Coleman 


Dr. J. A. DeWeese 


Dr. R. E. Denny won the Treasurer’s Prize 
Most Birdies was won by Dr. J. F. Clark 


The climax golfer of the day was Dr. K. R. Wiegel who made 
an ace on the No. 12 hole—180 yards and he won some prizes, you 


bet. 


Only 42 golfers turned out for the perfect day for golf—a 
day that gave many players a nice red complexion. Dinner was enjoyed 
by 35 members and the distribution of prizes satisfied the winners. 


A. C. BARCLAY, Secretary 
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Dental Legislation in Pennsylvania 
By R. E. Denney, Additions by H. E. Friesell 
(Continued from Page 22, March issue) 


The Law of 1907 

Many times when a bill is drafted it appears quite complete to 
the author, but when it becomes a law and is put into operation, defects 
and short-comings become apparent. Such was the case with the 1897 law. 
It was a good law when passed, but as time went on, it proved to be 
inadequate, and in 1905 a bill was presented to the legislature embodying 
changes which the profession felt should be made. It passed both the 
House and Senate, but to the great disappointment of the profession, it 
was vetoed by Governor Pennypacker. The bill evidently was not prepared 
with sufficient care, for the Governor pointed out that it could be con- 
strued as providing a penalty of six months imprisonment for violation of 
any of the provisions of the act which might even include the Governor 
himself if he failed to make the State Board Appointments according to 
the provision of the act. The profession felt that the Governor was unduly 
critical, and he was pretty sharply criticized by various men of the pro- 
fession. The veto, however, proved to be a blessing in disguise, for the bill 
presented in 1907 was an excellent one, carefully prepared and passed the 
legislature, and was signed by Governor Stewart, without serious difficulty. 

It increased the Dental Council from three to five members by 
adding the Secretary of Internal Affairs, and the Secretary of the Board of 
Dental Examiners. It broadened the powers of the council, it permitted 
them to decide what the preliminary educational requirements would be 
in the future. It provided for the registering of all licenses granted by them 
and required that a record be kept of their transactions, and made ac- 
cessible to the public. It provided for the appropriation of $2,000 by the 
State annually to pay the expenses of the council. It provided for an in- 
crease in examination fees from $15.00 to $25.00, and that all fees 
provided for by the act should be payable to the Dental Council, and be 
disbursed by them in payment of the expenses of the Board of Dental 
Examiners and that any surplus unexpended at the end of any fiscal year 
should be apportioned among the Examiners in proportion to the number 
of applicants examined by each. It provided for two stated meetings of the 
board for holding examination, one in June, and one in December to be 
held simultaneously in Philadelphia and Pittsburgh, or at the discression 
of the board, at Harrisburg. Special meetings may be held at a time and 
place fixed by the board. It provided that in addition to a written ex- 
amination, each applicant must furnish to the board satisfactory evidence 
of his proficiency in the manipulative procedures of dentistry. It provided 
for the filing of all examination papers for a period of five years for refer- 
ence and inspection. It makes it the duty of all practitioners of dentistry 
within the commonwealth to display his or her name conspicuously near 
the entrance of his office, and for the registration of his license. It defines 
a practitioner of dentistry and compells the court to construe all owners, 
part owners, partners, shareholders, operators, managers, assistants, and all 
others engaged in conducting any office for the purpose of performing any 
dental operations, treating, extracting, or filling human teeth for hire or 
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reward as practitioners of dentistry and subject to the act. It provided that 
anyone guilty of violating any of the provisions of the act shall be guilty 
of a misdemeanor and upon conviction shall be punished by a fine not 
exceeding $500.00, or by imprisonment of not exceeding six months, or 
both, and that all fines thus received shall be paid to the Pennsylvania 
State Dental Society. 


The Law of 1916 


During the succeeding years a vigorous effort was made to en- 
force the new dental law, and many convictions of illegal practitioners were 
secured, the fines being used to carry on the fight against other violators 
of the law. The expense of conducting the prosecutions, however, proved 
to be, in most cases, greater than the fines, and the dental societies 
throughout the state were called on for help, and many responded with 
contributions for this cause, but it soon became apparent that some other 
means must be found to carry on the fight, and on May 3rd, 1915, there 
was an Act of Assembly amending the law which required the annual 
registration of all dentists in the state, and the payment of a registration 
fee of one dollar, the fee to be used to defray the expense of prosecuting 
illegal practitioners. It enabled the state to have a complete annual record 
of all the dentists practicing in the state and placed the responsibility of 
prosecution of illegal practitioners upon the State Examining Board rather 
than on the State Dental Society. 


The Dental Hygienist Law of 1921 

As early as 1914, President Howard Seip, in his Presidential 
Address, urges the legalizing of the Dental Hygienist, again in 1917, 
President Samuel Cameron in his address, made the same recommendation. 
In 1919, the State Society went on record as opposing the legalizing of the 
hygienist, but in 1920, President George Schlegel, at Reading, again 
brought the subject before the society in his Presidential Address. That a 
fight was to be made for the legalizing of the Dental Hygienist, was 
generally anticipated before the meeting. Those for and against the Hygien- 
ist were there in large numbers. The matter was made a special order of 
business, and the meeting hall was filled with expectant members. After 
one of the warmest debates in the history of the society, a resolution was 
passed placing the society on record as favoring the enactment by the 
legislature of a Law, creating and regulating the practice of Dental Hy- 
gienists in the state, and appointed a committee to draft a bill, and have 
it presented to the legislature at its next session. This was accordingly 
done and in 1921 the Bill passed the legislature, was approved by the 
Governor, March 19, 1921, and became a law. During this year, four other 
bills were presented to the legislature in an effort to license dentists who 
could not, or would not, meet the requirements of the then existing law, 
all of which failed to become a law. 


The Law of 1921—House Bill H-1068 
One important bill, however, did become a law. It was vigorously 
opposed by unethical dentists throughout the state who had powerful 
political backing, and it would surely have died in committee had it not 
been for the resourcefulness of the legislative committee, and a group of 
interested dentists who went to Harrisburg to lend their aid. Even after 
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the consent of the politicians had been gained to have it presented to the 
legislature, it nearly met with catastrophe. There remained but three days 
of the legislative session, and the bill had to be read three consecutive days 
before being acted upon. The speaker of the House who was not in harmony 
with the majority, adjourned the meeting at five minutes before midnight. 
He had no sooner left the house than the doors were locked, and a Rump 
Convention was organized, and the hands of the clock turned back, and all 
the bills requiring a first reading that day, were presented, the dental bill 
among them, it later passed the legislature and became a law. It added 
another dentist (the first vice-president of the State Society) to the Dental 
Council. It enables the Dental Council to revoke the license of a dentist 
found guilty of mal-practice, who had been convicted of a crime violating 
the dental law of the state, or was addicted to the use of narcotic drugs. 
It limits the practice of taking X-rays of the teeth or jaws, and prohibits 
anyone from practicing dentistry under any name other than that on his 
or her State License (in this way forbidding the practice of dentistry by a 
corporation). The objection of the unethical dentists opposed to the bill 
was overcome by the assurance that the law would not be retroactive. 

During .the next two years, the legislative committee was more 
active in preventing changes in the dental law, than in fostering them. 
Bills were introduced into the legislature in an effort to exempt certain 
types of persons from passing the required dental examination. Certain 
dentists who had been practicing for a long period without meeting the 
requirements of the law had bills presented in an effort to have them 
properly registered without examination. Others who had served the 
government in the Army or Navy in the World War, made similar efforts, 
but the legislative committee in each instance was able to convince the 
Governor that this would be encouraging law violation. 


Additions by H. E. Friesell 

On the 31st of May, 1923, Governor Pinchot signed an Act of 
General Assembly No. 265. This Act empowered the Board of Dental 
Examiners to waive the requirement of passing the Board’s examination as 
“now provided by law’”’ and to grant a license to practice dentistry to any 
person of good morai character, not less than 21 years of age, and a resident 
of Pennsylvania at the time of enlistment in the Army or Navy of the 
United States or any branch or unit thereof who served as a dentist in the 
Army or Navy of the United States or any branch or unit thereof during the 
war with Germany or Austria, provided said person was a graduate of a 
Dental School, and had passed the examination required by the Army or 
Navy Dental Examining Boards. 

On April Ist, 1925, Governor Pinchot signed an Act of General 
Assembly No. 78, which required all professional examining boards within 
the Department of Public Instruction to pay into the general fund of the 
State Treasury all fees received by them and all unexpended balances of 
money on hand. This Act abolished all special funds in the State Treasury 
for any such boards and transferred to the General Fund of the State 
Treasury any unexpended balances in any such funds. 

On Aprif 2nd, 1925, Governor Pinchot signed an Act of General 
Assembly No. 88, which made specific provisions to prevent fraudulent 
procedure in obtaining credentials from the Department of Public Instruc- 
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tion or any of the professional examining boards within such department. 
Certain evidences of fraud in regard to preliminary credentials, professional 
credits, etc., having come up before some of the State examining boards, 
this Act was passed to provide penalties therefore, and it like the Act of 
General Assembly No. 78 applies to the Dental Examining Board as well 
as to all similar State Boards. 

On April 9th, 1929, the Governor signed the new Administrative 
Code. The new code affected many of the boards and departments of the 
State, and among them the Dental Board. It changed the Dental Council 
and the Board into one body known as the State Dental Council and Ex- 
amining Board, which was to consist of the President of the Pennsylvania 
State Dental Society, Superintendent of Public Instruction, the Secretary of 
Health and six persons whose term of office shall be six years. This in- 
creased the terms of the State Board Examiners from three years to six 
years. The remuneration of the dental examiners was set at $15 per day, 
while actually erfgaged in the work of the Board. The State Dental Council 
and Geamining Bow was authorized to appoint its own chairman and 
secretary, and establish reasonable remuneration for the secretary with 
the approval of the Superintendent of Public Instruction. 

Wide authority was given to the Administrative Department and 
the various Boards to prescribe rules and regulations not inconsistent with 
law for the government of their respective boards and departments. All 
fees received by the Dental Board were required to be paid into the General 
Fund of the State Treasury, and the Dental Board was required to file a 
budget for its estimated expenditures with the Department of Public In- 
struction. The combined duties of the previously separately existing Dental 
Council and State Dental Examining Board devolved upon this new body 
known as The State Dental Councii and Examining Board. 

At the 1931 session of the State Legislature, the Legislative 
Committee presented a bill incorporating various desirable changes in the 
dental law. This bill passed the House and Senate, but was vetoed by the 
Governor, probably because of the influence of certain groups that felt the 
proposed law would interfere with privileges they enjoyed under the ex- 
isting conditions. 

As a result of this experience and a discovery of the sources of 
objection, the Legislative Committee during the past two years made a 
careful study of the whole situation. It framed a new law and subrnitted 
every section thereof for criticism to the office of the Attorney General 
and to the Legal Reference Bureau in an effort to eliminate any objection- 
able wording or any provisions that might possibly be considered uncon- 
stitutional, before the bill was introduced to the Legislature. The committee 
also took effective steps to checkmate the sources of previous antagonism 
and secured the active co-operation of many dentists throughout the State 
in personally contacting and discussing the need for a new dental law with 
the various members of the State Legislature. 

As a result of these efforts, the Dental Bill known as HR 1198, 
was passed without floor objection either in the House or Senate, at the 
1933 session of the Legislature, which has been termed the most turbulent 
session of the Pennsylvania Legislature. This bill was signed on May Ist, 
1933, by Governor Pinchot, and becomes the active dental law of the State 
on January Ist, 1934. 
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The new law gives much broader powers to the Dental Council 
and Examining Board in the revocation of licenses for improper practices, 
including fraudulent and misleading advertising or misrepresentation. It 
requires appellants whose licenses have been revoked and who desire to 
seek court action to do so in Dauphin County. This requirement places the 
burden of any law suit upon the offender rather than upon the State Board, 
and takes such cases out of local jurisdiction where personal infiuence is 
more likely to prevail, and prejudice to affect decisions. The new law also 
prohibits corporation practice and gives the Board authority to specify what 
titles may or may not be used to designate a dental practitioner or a dental 
hygienist. The enforcement features of the new law are much stronger and 
promise to be more effective than has been the case in the past. 

One of the greatest annoyances to which the dental profession 
of the State has been subjected is the fraudulent misrepresentation used 
by unscrupulous practitioners in newspaper and other advertising through 
which they have not only misrepresented dentistry, but have cruelly ex- 
ploited the public, which is not competent to discriminate in such matters. 
All efforts heretofore in this State to secure legislation that would prohibit 
such undesirable practices have met with opposition from well-meaning 
sources who did not understand what was involved, including newspaper 
influences who believed that the matter was a question of business and not 
the health racketeering which all professional men know it to be. The 
Legislative Committee assisted by various members of the State Society, 
made a successful effort to convince the newspaper representatives of the 
baseness of this practice, which they were condoning, and eliminated that 
source of objection from the field. 

The new law contains many other features which are an im- 
provement over our previous legislation, and the same should be readily 
apparent to anyone who cares to read the law. 


(To be continued) 
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Because 


PHI 


A. D. A. «»® 1935 
Philadelphia 


LADELPHIA:- 


—is one of the world’s great dental centers; 

—is the home of two outstanding dental schools of 
the highest rank,—the schools of the University 
of Pennsylvania and of Temple University, both of 
which join in the invitation; 

—has many hospitals with dental clinics of the 
highest class, which offer their facilities in con- 
nection with the convention, if Philadelphia should 
be selected as the convention city; 

—has a Municipal Auditorium of recent construc- 
tion which has been successfully used by many 
organizations of diverse character, including the 
American Medical Association, and which has 
ample facilities for exhibits, clinics and meetings 
and which is offered to the American Dental As- 
sociation without charge; 

—has hotels of the best type with a personnel con- 
vention-trained by experience with conventions 
of many kinds and with sufficient accommodations 
in the form cf sleeping rooms for all who will at- 
tend, and public rooms to take care of all meet- 
ings, luncheons, dinners, etc., not only of the 
American Dental Association but of the other 
societies which meet in the same city and at 
about the same time; 

—has many places of general and historical interest 
which the members of the American Dental As- 
sociation are anxious to visit and this will increase 
the interest in and attendance at the convention; 

—has numerous golf courses and country clubs 
which will provide excellent accommodations for 
the recreational features of the convention; 

—has a District Society, the members of which 
pledge themselves individually and _ collectively 
to do everything called upon to make the Phil- 
adelphia Convention, if the city be chosen for the 
1935 meeting, one of the landmarks in the his- 
tory of the Association. 
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Progress Report of Pennsylvania State Dental Society 
Committee on United States Dental Health Survey 


As reported to the House of Delegates, Pennsylvania State 
Dental Society, in session May 1, 2, and 3, 1934, at Pittsburgh, Penn- 
sylvania. 

All preliminary organization work for execution of the survey 
has been completed throughout the State. This has been accomplished 
through the agency of the District Presidents. At the present time all 
districts are organized and progressing with the survey. Following is a 
report by districts: 

DISTRICT ONE—Dr. E. R. Sausser, Philadeiphia, Dist. Chrm. 

Last communicaticn stated that organization work was in 
process of completion. No secondary progress report has been received. 
DISTRICT TWO—Dr. H. C. Reichard, Conshohocken, Dist. Chrm. 

Last communication stated that Bucks County is now com- 
pleted; Montgomery, Chester and Delaware Counties should be com- 
pleted within next two to three weeks; Lehigh County will be unable 
to complete survey until end of school year. Northampton County not 
reported. 

DISTRICT THREE—Dr. W. E. Davis, Wilkes-Barre, Dist. Chrm. 

Last communication stated that Wayne, Monroe, and Susque- 
hanna Counties have been completed and blanks forwarded to Washing- 
ton. Carbon, Columbia, Lackawanna, Wyoming and Luzerne Counties 
will be completed by May first. 

DISTRICT FOUR—Dr. H. K. Willits, Reading, Dist. Chrm. 

Last communication stated that Reading and Berks Counties 
are completed; Schuylkill and Lebanon are progressing and will be com- 
pleted by May first. 

DISTRICT FIVE—Dr. S. H. Appleyard, Lancaster, Dist. Chrm. 

When survey was first started, Dr. C. N. Trout, the district 
president, refused his cooperation; since the election of Dr. H. H. 
Cawood as district president and his subsequent appointment of Dr. S. 
H. Appleyard as district chairman, organization in this district is rapidly 
nearing completion. 

DISTRICT SIX—Dr. F. H. Housel, Milton, Dist. Chrm. 

Last communication stated that work in all counties is pro- 
gressing very satisfactorily and should be completed shortly after May 
first. 

DISTRICT SEVEN—Dr. W. H. Kredel, Johnstown, Dist. Chrm. 

Last communication stated that Cambria, Blair, Clearfield, 
Mifflin, Somerset, Juniata, Center and Huntingdon Counties have been 
completed and reports sent to Washington. Bedford County has not, as 
yet, reported. 

DISTRICT EIGHT—Dr. H. D. Colt, Warren, District Chrm. 

Last communication stated that formative plans are progress- 
ing and should be completed at the time of the district meeting in 
June. This statement implies that this district may not be surveyed. 
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DISTRICT NINE—Dr. G. S. Phillips, Meadville, Dist. Chrm. 

Last communication stated that all counties are completeiy 
organized and examinations are being conducted. 

DISTRICT TEN—Dr. J. A. Pennington, Pittsburgh, Dist. Chrm. 

Last communication stated that organization in this district 
is complete and most of the examinations are at present being conducted. 
DISTRICT ELEVEN—Dr. L. W. Mehaffey, Washington, Dist. Chrm. 

Last communication stated that all preliminary organization 
work has been completed and examinations should be completed within 
the next two or three weeks. 

CONCLUSION: 

Your committee feels that, although there are some small 
sections throughout the state which have failed to cooperate, the group 
of men who have engaged in this survey have given their time will- 
ingly and unselfishly, and are to be highly commended for their efforts. 
It is because of these men that we feel that Pennsylvania will have 
successfully completed its part in the national Dental Health Survey 
program. Respectfully submitted, 

W. PAUL WALKER, State Chairman 

REED P. ROSE, Asst. State Chairman 
* * « 

REPORT OF THE 


PROTECTIVE INSURANCE COMMITTEE 


for the 
Pennsylvania State Dental Society 


From a complete list of 125 Insurance Companies licensed to 
operate in Pennsylvania, the Committee selected twenty-five outstand- 
ing and better known companies to whom form letters were sent re- 
questing information. : 

All the other Insurance Companies are minor ones, or only 
handling benefits for life, health and fire, or linked with fraternal or- 
ganizations of some kind. 

Of .these twenty-five companies contacted, fourteen do not 
write professional liability. Six of them write only members of recog- 
nized dental societies and automatically cancel policies when the indi- 
vidual loses his membership. They are, namely: 

Aetna Casualty & Surety Co., Hartford, Conn. 

American Motorists Insurance Co., Chicago, Ill. 

Commercial Casualty Co., Newark, N. J. 

Metropolitan Casualty Insurance Co., Newark, N. J. 

New Amsterdam Casualty Co., Baltimore, Md. 

Phoenix Indemnity Co., New York, N. Y. 

The following five companies write both members and non- 
members: 

Glenns Falls Indemnity Co., Glenns Falls, N. Y. 

Hartford Accident & Indemnity Co., Hartford, Conn. 

Indemnity Insurance Co. of N. A., Philadelphia, Pa. 

Medical Protective Co., Wheaton, Ill. 

U. S. Fidelity & Guaranty Co., Baltimore, Md. 
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These five companies claim to write no insurance for the 
chain advertiser but include what they term eligible non-members—- 
dentists who have dropped their society memberships or who never be- 
longed to organized societies, but still come in the heading of ethical 
dentisfs. Of course, these companies retain the right to judge their 
eligibility. 

Rates for members and non-members are the same, due to 
certain state laws. 

If the chain advertiser has professional liability coverage at 
all, your Committee has not been able to ascertain where he gets it. 
We were told by representatives of the larger companies such as the 
U. S. F. & G., Medical Protective, Hartford, etc., that they absolutely 
do not write them. 

The rates and conditions set forth in the policies of these 
several companies are very similar although each may stress the fact 
that they are better able to serve their clients than any other company. 

The Massachusetts State Dental Society adopted a plan 
whereby they entered into certain agreements with an insurance com- 
pany working through a permanent insurance committee, designated the 
Advisory Committee, appointed by the President. This plan has been in 
operation since 1931 and it might be advisable to get more informa- 
tion regarding its success. 

The Committee recommends further study and additional con- 
tacts before any plan of action be adopted. 


Respectfully submitted: 

G. O. CRUIKSHANK, 

A. C. YOUNG, 

L. E. NIGHTENGALE, Chairman. 


The Committee on relation of Dentistry to the 
Department of Health beg to submit the following report: 

The situation relative to the Dental Department 
of the Pennsylvania Department of Health remains un- 
changed, which is due entirely to the economic conditions 
and reorganization of the department. 

We have been assured by the Secretary of Health, 
that as soon as conditions warrant, the dental program will 
be returned to his department. 

Your committee feels that the Department of 
Health represented by its Secretary, are very favorable to 
dental representation, and have every reason to believe that 
in due time it will receive its just consideration. 


C. V. SNYDER, Chairman 
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Election Results 














President, Wsa'ter E. Lotz Tyrone 
Ist Vice-President, F. S. Rusca Philadelphia 
2nd Vice-President, Walter E. Mendel Pittsburgh 
Recording Secretary, Thomas P. Fox Philadelphia 
Ass’t Secretary, R. E. V. Miller Easton 





Board of Censors 
A. H. Miller, Kingston C. M. Raker, Shamokin 
William Ersner, Philadelphia Miles Zimmerman, Pottsville 
Harold Colt, Warren 











Trustees 
J. J. Stetzer First District 
O. J. Specker Fourth District 
H. H. Cawood Fifth District 
J. V. O'Donovan Eleventh District 





Pennsylvania Delegate to the A. D. A. Meeting, St. Paul 


H. C. Metz H. E. Friesell 
W. E. Lotz A. C. Young 
F. S. Rusca W. E. Mendel 
C. A. Coleman J. H. Corcoran 
W. A. McCready W. H. Wright 
T. P. Fox C. B. Addie 
Alternates 

O. J. Specker F. H. Hoeffer 
]. W. Ross W. P. Walker 
]. C. Fitz-Hugh H. H. Cawood 
R. M. Walls O. S. Lawson 
W. F. Swanson L. A. Schonfeld 
F. H. Miller W. A. Archer 








THE BENEFITS OF O 


Membership in 


The American Dental Association 
Offers you: 


1. PROTECTION and advancement of your profession and 
livelihood. 


2. THE JOURNAL OF THE AMERICAN DENTAL ASSO- 
CIATION. The official organ and mouthpiece of the 
dental profession of the United States. 


3. RESULTS OF RESEARCH of the properties of various 
dental materials done in conjunction with the Bureau 
of Standards at Washington, D. C. 


4. COUNCIL ON DENTAL THERAPEUTICS. Giving the re- 
sults of its findings relative to drugs and dental proprie- 
tary preparations. 


5. CODE OF ETHICS—a document expressing the golden 
rule which has stood the test of time. 


6. DENTAL LIBRARY—providing for a loan of dental 
books, PACKAGE LIBRARY—providing for a loan of a 
collection of 20 to 30 articles on any specific dental 
subject. 


7. ANNUAL MEETING—providing for what is equivalent 
to a post graduate course by leading authorities—the 
next meeting of the American Dental Association will 
be held in St. Paul, Minnesota, August 6, 7, 8, 9, and 
10, 1934. 

8. COMMITTEE ON LEGISLATION—insuring protection 
and representation on matters pertaining to tariff, taxes 
and legislation which concerns the dental profession. 

9. GROUP INSURANCE—offering life insurance at a very 
low rate. Nearly a million dollars have been paid to 
members of the American Dental Association and their 
beneficiaries through the mediurn of their group insur- 
ance program. The insurance provides both death and 
permanent disability benefits. 

10. BUREAU OF PUBLIC RELATIONS—a service which 
assembles material that may be used in preparing talks, 
radio messages and newspaper articles pertaining to 
dental health subjects. 




















pPANIZED DENTISTRY 


Membership in the 
State Dental Association 
Offers you: 


1, ALL BENEFITS OF THE AMERICAN DENTAL ASSO- 
CIATION—these are available only through membership 
in the State Association. 


2. STATE DENTAL PRACTICE LAW—this law was spon- 
sored by and kept up to date by the Legislative Com- 
mittee of the State Association. This offers protection 
to the public as well as each individual dentist. 


3. THE STATE DENTAL JOURNAL—the official organ of 
the State Dental Association. Besides containing the pro- 
ceedings of the meetings, it presents local district news 
pertaining to dentists. 


4. THE ANNUAL STATE MEETING—post-graduate courses. 
5. RELIEF FUND—providing aid for needy practitioners. 


6. COMMITTEE ON DENTAL LEGISLATION—keeps in 
contact with proposed legislation affecting dentistry. 


7. LIABILITY INSURANCE—all standard insurance com- 
panies demand membership in a recognized dental so- 
ciety before they will issue a policy to an applicant. 


8. PROGRESS—all advancements made in Dentistry have 
either been sponsored by or introduced through dental 
societies. 


9. CONTROL OF ORAL HYGIENE ACTIVITIES in the 
schools. 


10. INDIRECT BENEFITS that necessarily must be and 
which are carried on by organized effort. 














THE PENNSYLVANIA 


Budget Allowance 


1934 
EE eee eee $ 200.00 
Secretary’s Allowance , 600.00 
Treasurer's Expense ' 75.00 
Reporting and Typing 275.09 
Trustees 300.00 
Legislative Committee 150.00 
President's Expenses 150.00 
Bonds—Secretary and Treasurer 50.00 























Petty Cash 50.00 ° 





Auditing 75.00 
Miscellaneous Expense 100.00 
State Society Officers Conference 75.00 
Bulletin 1000.00 
State Health Department 100.00 
Legal Counsel 
Legal Reserve Fund 




















1935 
$ 200.00 
600.00 
75.00 
100.00 


250.00 
200.00 
50.00 
50.00 
50.00 
100.00 
75.00 
1000.00 
100.00 
300.00 
500.00 





Totals $3200.00 








$3625.00 


Estimated Income for 1935 $3800.00 


Budget Allowance for Annual Meeting 
for 1935 


Program Committee 





Exhibit Committee 





Publicity Committee 


$ 600.00 
200.00 
100.00 








Clinic Committee 


200.00 





Registration Committee 


75.00 





Local Arrangements Committee ....... 


100.00 





Entertainment Committee 


100.00 





Finance Committee 


27.50 





Rent of Hall 


600.00 





Commission for Selling Exhibit Space .......scccssssssssssssseesssneesssseseeesssuecneeengens 


222.50 


_ 





$2225.00 


Estimated Income $2225.00 





*30° 








